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ADDITIONS TO EQUIPMENT LIST III 


FLY-AWAY KITT LIST FOR SYSTEM 3 


MP 


NUMBER NOMENCLATURE 


————— 


MP-10958 = Board, 
MP-11008 _— Board, 
MP-10961 Board, 
MP-11031 Board, 
MP-11036 Board, 
MP-10968 _ Board, 


MP-10984 Board, 


Etched Assembly, 
Etched Assembly, 
Etched Assembly, 
Etched Assembly, 
Etehed Assembly, 
Etched Assembly, 


Etched Assembly, 


No. 50406869 


MP-11059 Coaxial Assembly per Dwg. 


_MP-11034 Coaxial Assembly per Dwg 


MP-10979 Coaxial Assembly per Dwg 


_ MP-12004 Coaxial Jumper Assembly per Dwg. 


» No. 50406870-1 
No. 50406870-2 
» No. 50406870-3 


MP-11055 Coaxial Assembly per Dwg. No. 50406870-4 


MP-11042 Coaxial Assembly per Dwg 


MP-11401 Coaxial Assembly per Dwg 


. No. 50406870-5 
. No. 504068706 


po YO WO WH HH ND 


NO. OF UNITS 

02B, M-L 2 
020, Mel 2 
02D, M-2 2 
03, M-1 2 
o4, M-1 2 
OLA, MeL 2 
05, MeL 2 

12 
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QUANTITY CHANGES AND NOMENCLATURE CORRECTIONS 


FLY-AWAY KIT LIST FOR SYSTEM 3 


MP NUMBER NOMENCLATURE INSTRUCTION 
MP~57043 Fuse, Slow Blow, 3AG,312 Amp., Correct Nomenclature to Read: 


Tittlefuse No. 31303.2, and 
change Quantity from 20 to 30. 


MP-57005 Fuse, 3 Amp., Type 3 AG Correct Nomenclature to Read: 
< Fuse, Slo-Blo, 3AG, 3 Amp., 
Iittlefuse No. 313003 


MP-.5021 Tube, VR150 Correct Nomenclature to Read: 
Tube, VR150/0D3 
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DELETIONS TO EQUIPMENT LIST III 


FLY-AWAY KIT LIST FOR SYSTEM 3 


MP NUMBER NOMENCLATURE NO. OF UNITS 
- MP-10333 Board, Etched Assembly, 02B 2 
MP-10433 Board, Etched Assembly, 02C 2 
MP-10541 Board, Etched Assembly, O2D 2 
MP-1LOM61 Board, Etched Assembly, 03 2 
MP-10357 Board, Etched Assembly, Ob 2 
MP-10535 Board, Etched Assembly, OLA 2 
MP-10292 Board, Etched Assembly, 05 2 
MP-57043 Fuse, 3.2 Amp., Slo-Blo 10 
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